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28 Septenber 1940 


Brigadier General Williem 0. Brice, UMC 
Marine Air Reserve Training Camand 


ngton Menday, 
Boe 5, which is scheduled to arrive in Chieago the fol] ering 
morning at 8:10 at Grand Central Station, and leave Crieage 
that afternoon en the 4:50 train to Mashington. 


It was very thoughtful of your Nejer MaoGerrigie te 

eall ay offices while he wa in Washington last week te 
offer any assistane in connestion with this trips I 
ahbuld iike to taku advantage of the suggestion that 
transpertation be arranged for ne between the stations ani 
your » ami I shall leck fer the driver either 
at the exit gate or at the information counter in the 
station. 

es Looking forward to being with you and your group on 

that day, believe ne, 


Sincerely, 


sed & disp vee=mer d/o v i , 


abt 49 Act Director of Central 
F 13ta) (4) 
: es : Activities an Methads 
Ori g-addressee 
\ : lec=-DCI 
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